COMPANY PROFILE 



We introduce Shree Ashutosh Industries as a 

pioneers in engineering industries with strong 
foundation in the Manufacturing & Exporter Of 
All Types Of Bearing Ring Roiling Machine & All 
Kind Of Cement Pipe Machinery, 

Our plant is located at Rajkot industrial area. 
The plant has modern facility for manufacturing 
quality products. Shree Ashutosh Industries has 
technically strong management team having rich 
and diverse experience in Bearing Indusrty & 
Cement Pipe Plant, 

We have qualified professional and experience 
personel in alt our department, efficient management, 
skill team, state-cf-art infrastructure and standard 
process are the real strength of Shree Ashutosh 

Industries for meeting complete customer 
Satisfaction. 
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Bearing Ring & Roiling Machine 



SPECIFICATIONS 



Description 


Size 


Dia Of Control Wheel 


900 mm 


Control Wheel Thickness 


to mm 


Fly Wheel Weight 


1000 kg. 


H.P. Required 


20 H.P. 


H.P. Power Pack 


S H.P. 


Roll the Ring Maximmum 


35 Kg, S O. Dia 600 mm 
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Runner Machine 



r 




Model 


Size 


' Shaft 
Die 
(mm) 


C.i. Wheel 
Dia (mm) 


Frame I/C 
Sec 


Diameter 


SAIR 1 


4 Feet 


50 


450 


150 X 75 


80 to 300 mm 


SAIR 2 


2 Meter 


65 


525 


200 X 10 


00 to 300 mm 


SAIR 3 


2, 5 Meter 


65 


525 


200 X 10 


80 to 300 mm 


SAIR 4 


2, 5 Meter 


75 


600 


200X10 


150 to 900 mm 


SAIR 5 


2, 5 Meter 


100 


750 


250 X 125 


600 to 1200 mm 


SAIR 6 


2_5Meter 


125 


650 


300 X 140 


900 mm & above 
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Mould 



2meter & 2.5 meter length are available, 

All Class of Moulds Are Available in Plane Ended. Flush Joint,Splgot 
& Socket Type, 

Moulds are Compieie with M,s. Sheet/P la ie.Angie/Fiat,' Tie rods.Nutboits, 
C.l. Endrings. 

(Note:- Rings can be made from Mild Steel also.} 




Model 


Cone 

Dia 


Shaft 

Dia 


Frame C 
Sec (mm} 


Inner Belt 


Diameter 


SAISV 1 


525 


65 


150X75 


6” X 6 ply 


80 to 300 mm 


SAISV 2 


BOO 


65 


150X75 


6” X 6 ply 


80 to 900 mm 


SAISV 3 


750 


75 


150X75 


8” X 6 ply 


30 to 1200 mm 


SAISV 4 


900 


75 


200 X 75 


8” X 6 ply 


60 to 2600 mm 


Suitable for above runner machine 
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Mixture Machine 

Tilting Drum iype.One bag capacity Cast iron / Mild Sieel Body 
with suitable Frame .Taper Roller Bearings and Metal bushing 
Pinion Shaft. 

Foundation type (Suitable for Cement pipe Unit}. 




Model 


Size 


Shaft Dia 
(mm) 


T/L Section 
(mm) 


Diameter 


SAICR 1 


2 Meter 


40 


40X5 


150 to 300 mm 


SAICR 2 


2,5 Meter 


40 


40X5 


150 to 450mm 


SAICR 3 


2.5 Meter 


75 


50X6 


450 to 1 200mm 


SAICR 4 


2,5 Meter 


75 


50X6 


1200 mm and above: 


Suitable to all type of cement pipe like plane ended, flush joint 
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Load Testing Machine 



Load Testing Machine:- Three Edge Load Testing Machine Complete with 

Hand Operated Hydraulic Jack, Pressure Gauge. Suitable to test Pipe of 
all classes 

upto 1200mm diameter, 2. 5 meter length with suitable frame. 

It is also aval able in One Jack.Two Jack and Three Jack Model. 
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Pressure Testing Machine 



SAIPT 1 ; For 2 meter up to 300mm dia, pipe with hand pressure pump, 
pressure gauge screw type. 



SAIPT 2 : For 2.5 meier up to 1200mm dia. pipe with hand pressure 
pump, pressure gauge screw type / Hydraulic hand operated / Hydraulic 
motor operate. 
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REQUIRED FOR CEMENT PIPE PLANT AREA 
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41- E Bhaktinagar Udhyog Nagar G.I.D.C., Rajkot - 360 002 (GUJARAT) INDIA 
Phone : +91-281-2383868, 2362259 Fax : +91-281-2383868 
Mob. + 91-98250 92944, 98250 84847 

Email us at : shreeashutosh@yahoo.com OR info@shreeashutoshind.com 
Web : www.shreeashutoshind.com 



